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MBMQRANB0M FOR: Assistant Director/OGD 

SUBJECT: Liaison Clearing Authority for the American 

Bad Cross - Islablisfewit of 

REFffiENCE: A. Contact Security Policy Memorandum Ho. 1 

dated 22 September 194® - Subject: * Contacts 
with, Hon-IAC Federal Departments and Agencies* 

B. Mwaorandua dated 1 June 1953 from the Chief, 
Liaison Division, 0CD, to the Chief, Security 
Control Staff, I&S 


25X1 


1. In accordance with the request contained in Reference “B n , 

Mr. S, Gaile GAL®, Director of the Office of International Relations, 
is designated a Liaison Clearing Authority for the American Red Gross, 
under the provisions set forth in Reference *A n , 

2. The enclosure to Reference *A" is modified to add the 
following Liaison Clearing Authority in the American Red Cross: 


Mr. S. Gaile GAL® 

Director, Office of International Relations 

American Red Cross 

17th between D and S, S. W. 

Washington 25, D. C. 

Telephone - Code 170 ■— Extension 396 
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By: 


SIGNED 

Sheffield Edwards 
Colonel, GSC 
Director of Security 
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